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(This Notice Is Not To Be Filed In Agency 
Manuals. Please Destroy After Reading.) 


PERSONNEL 


2 9 JUL 1976 


TEMPORARY APPOINTMENT TO KEY POSITION 
OFFICE OF THE DIRECTOR 


John N. McMahon is designated Acting Deputy to the 
DCI for the Intelligence Community during the temporary 
absence of from 2 August 


through 13 August 1976 


l%! Georg® Bush 

George Bush 
Director 
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